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Now this is a picture of Dr. King taken at the uh at the 
hospital or the or the morgue. Now all all of this in this 
section is not damage due to the bullet, that was surgical work 
done on him when they attempted to save his life at the hospital 
The, bullet entered his right lower cheek right here, the bullet 
ranged downward uh shattering his uh his uh jugular and his uh 
spinal column uh and, go to the next picture, .John. That's 
his right lower cheek and the and the bullet or the major (?) 
portion of the bullet, if you can see that little hump right 
there, ended up right under his skin in the left lower shoulder 
blade. You could you could could Just take your fingers and 
feel the bullet right here under his skin, so he was shot in the 
right cheek and it ranged downward through his neck and ended up 
right in that position there. , 
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